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Mr*  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  the  Annual  Report  on  the  health 
of  the  Lothingland  Rural  District  for  the  year  1968. 

There  has  been  a  further  increase  in  the  population  of  the 
District,  from  1 9> 870  in  1967  to  20,700  for  the  year  under  review. 
This  continues  the  trend  of  a  steadily  increasing  population 
observed  over  the  past  few  years.  The  total  number  of  births 
shows  an  increase  over  previous  years’  figures  and  the  adjusted 
birth  rate  continues  well  above  the  average  for  England  and  Wales. 
As  in  previous  years,  the  adjusted  death  rate  is  almost  exactly 
the  same  as  the  average  for  England  and  Wales.  The  District  is 
therefore  one  in  which  a  natural  increase  of  population  is  taking 
place,  which  is  a  very  satisfactory  trend.  The  Causes  of  Death 
follow  the  same  pattern  as  for  the  Country  as  a  whole. 

Apart  from  measles,  there  was  little  infectious  disease 
reported  and  it  is  gratifying  to  note  that,  inspite  of  the  area 
being  heavily  committed  to  holiday  activities  no  outbreaks  of 
food  poisoning  were  reported.  It  is  inevitable  that  camping, 
caravaning  and  holiday  camp  activities  carry  higher  risk  of  food 
poisoning,  unless  the  strictest  hygiene  routine  is  carried  out, 
and  it  speaks  well  for  the  care  with  which  the  "food  handlers" 
of  the  District  have  carried  out  their  duties,  that  we  were  free 
from  any  outbreaks  of  food  borne  disease. 

With  regard  to  measles  it  is  a  pecularity  of  the  disease  that 
epidemics  show  a  more  or  less  two  yearly  cycle.  1  968  was  a  "bad" 
year  for  measles.  As  has  been  well  publicised,  immunisation 
against  measles  is  now  available  and  it  is  to  be  hoped  that  full 
use  will  be  made  of  the  protection  now  offered  against  this  quite 
often,  distressing  infection. 

The  section  of  the  report  dealing  with  the  local  sanitary 
authority  work  in  the  District  has  been  prepared  by  Mr.  G.J.L. 
Horne,  your  Public  Health  Inspector,  and  I  would  refer  you  to  that 
for  detailed  comment.  With  an  increasing  population  and  with  the 
District  appearing  to  becoming  increasingly  popular  as  a  holiday 
resort  area,  the  work  of  the  Public  Health  Inspector’s  Department 
continues  to  increase.  I  should  like  to  take  this  opportunity  of 
commending  Mr.  Horne  and  his  staff  for  the  way  they  have  tackled 
the  many  problems  which  have  come  their  way. 

May  I  express  my  thanks  to  you,  Mr.  Chairman,  and  to  the 
members  of  the  Council  for  the  interest  you  have  shown  in  the  work 
of  the  Health  Department  throughout  the  year. 


I  have  the  honour  to  be 
Your  obedient  Servant, 


ARTHUR  C.  GEE, 
Medical  Officer  of  Health. 


August, 


1  969 
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GENERAL  STATISTICS 


Areas  44*675  acres  (Genus  1961)  , 

Population  1968s  20*700  (as  estimated  by  the  Registrar-General) 

Population,  Genus  1 961 s  1 6, 054 

Number  of  inhabitated  houses  at  31 st  December,  1968:  7,446 

Rateable  Value  as  at  31st  December,  1968:  £61 6, 998 


EXTRACTS  FROM  VITAL  STATISTICS 


L0THINGLAND 

England 

and 

Wales 

rates 

Total 

Male 

Female 

Crude 

rate 

Adjusted 

rate 

Live  births  - 

1  66 

163 

legitimate 

329 

— 

— 

- 

illegitimate 

13 

7 

b 

— 

— 

— 

total 

342 

173 

1  69 

— 

- 

— 

Live  birth  rate  per 

1  6  e  5 

1  6,9 

1 , 000  population 

■** 

*** 

19.97 

Still  births  - 

legitimate 

5 

3 

2 

— 

— 

— 

Hie  gltimate 

— ’ 

** 

— 

*— 

— 

— 

total 

5 

3 

2 

«•> 

Still  birth  rate  per 

1,000  live  and  still 
births 

- 

- 

- 

1 4<»  0 

1  6. 94 

14. 0 

Total  live  and  still 

176 

births 

347 

171 

— 

cn 

— 

Infant  deaths  - 

under  1  year 

1 

1 

— 

under  4  weeks 

A 

\ 

1 

- 

under  1  week 

- 

— 

- 

legitimate 

2 

2 

- 

— 

— 

- 

illegitimate 

— 

— 

•» 

— 

— 

— 

total 

2 

2 

— 

- 

- 

Infant  mortality  rate 

18.0 

per  1 , 000  live  births 
Neonatal  (under  4 

co 

3.0 

3.15 

weeks)  mortality  rate 
per  1 , 000  live  births 

am 

a/m 

0. 34 

0.36 

12,3 

Perinatal  mortality 

rate  (stillbirths  and 
deaths  under  1  week 
per  1,000  total  live 
and  still  births 

14.0 

14.7 

25.0 

Deaths  from  all  causes 
Death  rate  per  1,000 

234 

127 

107 

- 

- 

“ 

population 

1 1 » 3 

11.87 

11.9 
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CAUSES  OP  DEATH 


Tuberculosis  of  respiratory  system 

Total 

1 

Male 

1 

Female 

Meningococcal  infection 

1 

1 

— 

Malignant  neoplasm  -  stomach 

6 

3 

3 

Malignant  neoplasm  -  lung,  bronchus 

13 

13 

- 

Malignant  neoplasm  -  breast 

2 

- 

2 

Malignant  neoplasm  -  uterus 

6 

- 

s~ 

0 

Leukaemia 

2 

1 

1 

Other  malignant  neoplasms,  etc-. 

32 

18 

14 

Diabetes  mellitus 

2 

1 

1 

Other  endocrine  etc*  diseases 

1 

- 

1 

Other  diseases  of  nervous  system  etc. 

1 

— 

1 

Chronic  rheumatic  heart  disease 

2 

1 

1 

Hypertensive  disease 

1 

- 

1 

Ischaemic  heart  disease 

68 

46 

22 

Other  forms  of  heart  disease 

8 

3 

5 

Cerebrovascular  disease 

29 

12 

17 

Other  Diseases  of  Circulatory  system 

13 

6 

7 

Influenza 

1 

- 

1 

Pneumonia 

15 

5 

10 

Bronchitis  and  emphysema 

6 

4. 

2 

Other  diseases  of  respiratory  system 

1 

- 

1 

Intestinal  obstruction  and  hernia 

2 

2 

— 

Cirrhosis  of  liver 

1 

— 

1 

Other  diseases  of  digestive  system 

4 

2 

2 

Nephritis  and  nephrosis 

1 

— 

1 

Hyperplasia  of  prostate 

2 

2 

— 

Abortion 

1 

— 

1 

Diseases  of  musculo-skelital  system 

1 

— 

1 

Symptons  and  illdefined  conditions 

1 

1 

- 

Motor  vehicle  accidents 

3 

3 

- 

All  other  accidents 

6 

1 

5 

Suicide  and  self-inflicted  injuries 

1 

1 

— 

23k  1  27  1 07 


NOTIFICATIONS  OF  INFECTIOUS  DISEASES 


Measles  251 
Whooping  cough  4 
Scarlet  fever  2 
Pneumonia  1 3 
Tuberculosis  3 
Infective  Jaundice  1 
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HOMS  HELP  SERVICE 


No:  of  cases  Hours 
dealt  with.  worked 


Maternity  ...  ... 

Chronic  sick,  aged  and  infirm 
Number  of  Home  Helps  working  at 


12 


...  109 

31  st  December,  1 968 


482 

25,673 

e  a  »  4^ 


TUBERCULOSIS 


Males 

Females 

Pul.  Non-pul. 

Pul. 

Non-pul. 

TOTAL 

Number  of  cases  on 
register  at  1*1.68 

57  9 

28 

10 

104 

Number  of  cases  added 
during  year 

3 

1 

1 

5 

Number  of  cases 
removed  during  year 

3 

- 

— 

3 

Number  of  cases  on 
register  at  31*12.68 

57  9 

29 

11 

1  06 

Cases  added  to  register 


Cases  removed  from  register 


5 

5 


Recovered 

Died 

Removed  to  other 
areas 


New  notifications 
Inward  transfers 
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REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR 


FOR  THE  YEAR .  J  ?68 


Mr,  Chairman,  Ladies  and  Gentlemen., 

I  have  the  honour  to  present  my  Annual  Report  for  the  year 

1  968, 

There  have  been  no  changes  in  the  staffing  of  the  Department 
and  I  would  like  to  thank  particularly  my  assistant,  Mr,  Steer,  who 
has  carried  out  his  many  duties  with  interest  and  efficiency.  My 
thanks  also  to  the  other  members  of  the  staff  who  have  carried  out 
their  work  with  enthusiasm. 

The  housing  programme  received  received  a  boost  with  the  letting 
of  ?6  new  Council  houses.  This  was  the  greatest  number  of  new  houses 
constructed  by  the  Council  within  any  one  year.  However,  there  were 
still  119  substandard,  occupied  properties  and  389  families  on  the 
housing  application  list  at  the  end  of  the  year. 

An  influx  of  gypsies  into  the  Belton  and  Burgh  Castle  area 
revived  the  problems  experienced  in  previous  years.  At  one  stage 
there  were  between  14  and  20  caravans  parked  on  sites  in  four 
different  ownerships.  The  usual,  p roc ee dure  of  contacting  owners 
and  the  police  and  advising  on  the  general  legal  position  was 
adopted.  The  gypsies  were  moved  on  with  the  assistance  of  the  police 
and  the  owners  of  the  land.  There  was  some  reluctance  on  the  part  of 
one  owner  to  take  positive  action  To  se  fcheir  removal,  and  legal 

action  was  considered  in  this  case  but  was  finally  not  necessary. 

Oil  pollution  was  a  serious  problem  which  does  not  appear  to 
diminish.  There  is  no  real  effec rive  method  of  cleansing  the  beaches 
fouled  by  this  menace.  It  is  hoped  that  control  of  ships  to  prevent 
the  discharge  of  oil  at  sea  can  be  made  effective, 

A  training  scheme  for  Hygiene  supervisors  at  holiday  camps  and 
other  catering  establishments  was  initiated  at  the  end  of  the  holiday 
season.,  The  Medical  Officer  of  Health  and  myself  discussed  the 
problems  attached  to  communal  feeding  with  several  holiday  camp 
managers  and  it  was  suggested  that  a  training  course  should  be  held 
at  the  beginning  of  the  1969  season, 

I  would  like  to  express  my  gratdtu.de  to  the  Chairman  and  members 
of  the  Public  Health  Committee  for  their  confidence  and  support  and 
express  my  sincere  thanks  to  Dr,  Gee  and  members  of  the  other 
departments  for  their  help  whenever  requested, 

I  am,  Mr,  Chairman,  Ladies  and  Gentlemen, 

Your  obedient  Servant, 


Go  J"  *  Lo  HORNE , 


Ghief  Public  Health  Inspector, 
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SUMMARY  OF  VISITS  AND  INSPECTIONS 


Meat  Inspection 

665 

Moveable  Dwellings 

1  6l 

Pood  Hygiene  and  Ice  Cream 

177 

Offices,  Shops  and  Railway 

Premises 

56 

Rodent  Control  and  Pests 

36 

Cleansing 

532 

Sewage 

566 

Water  Supplies 

96 

Housing 

460 

Nuisances 

112 

Public  Conveniences 

57 

Clean  Air  Act 

20 

Factories 

28 

Petroleum 

72 

Swimming  Pools 

44 

Offensive  Trades  and  Scrap 

Metals 

f, 

Miscellaneous 

98 

Infectious  Diseases 

10 

Council  Estate/property 

3 

Oil  pollution 

30 

Infestation 

3 

Agriculture 

31 

Animal  Boarding  Kennels 

2 

Knackers  Yards 

1 

3,236 


HOUSING 


280  dwellings  were  inspected  during  the  year  which  resulted  in 


the  following  actions- 

Number  of  houses  demolished  and 

unfit  houses  closed:  19 

Number  of  families  re-housed:  9 

Number  of  houses  rendered  fit 

after  service  of  formal  notices 

under  the  Housing  Act,  1  957  s  ,5 

Number  of  Demolition  Orders  made:  3 

Number  of  Closing  Orders  made:  3 


There  were  389  applications  on  the  Housing  List  at  the  end  of 
the  year,  a  reduction  of  one  from  the  previous  year*  76  new 
dwellings  were  let,  36  existing  dwellings  were  relet  and  22  transfers 
were  made  during  the  year. 

Prom  these  figures  it  will  be  seen  that  even  with  76  new 
properties  being  available  the  housing  problem  is  barely  being 
solved. 

Advances  made  by  the  Council  under  the  Housing  Acts  were 
restricted  to  £7,8l9  by  the  Ministry  and  loans  had  necessarily  to 
be  most  selective. 
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Provision  of  New  Housing  Accommodation 
Houses  erected  by  private  enterprise:  333 

Houses  erected  by  the  Local  Authority:  76 

Improvements  to  Houses 

Number  of  dwellings  in  respect  of  which 
improvements  were  carried  out  with  grants: 

Discretionary  Grants:  47 

Standard  Grants :  41 

MOVEABLE  DWELLINGS 

Number  of  - icencea  sites:  57 

Number  of  caravans  used  for  holiday  accommodation: 26l 5 

Number  of  caravans  used  as  permanent  dwellings:  1  85 

There  has  been  a  slight  reduction  in  the  number  of  holiday 
caravans.  This  is  due  to  the  continued  tendency  for  replacement  with 
self  contained  chalets,  thus  obviating  the  communal  toilet  block. 

Regular  visits  were  made  to  the  main  sites  and  generally 

conditions  were  found  to  be  satisfactory. 


FOOD  PREMISES 

A  good  standard  of  cleanliness  in  food  premises  was  maintained^ 
throughout  the  district  and  the  co-operation  and  understanding  which 
has  developed  between  traders  and  the  public  health  staff  over  the 
past  years  has  minimised  the  number  of  infringements  and  in  only  a 
few  cases  has  it  been  necessary  to  take  informal  action. 

The  large  catering  establishments  in  the  district  received 
regular  inspections  and  this  was  found  necessary  to  maintain  a  good 
standard  of  personal  hygiene  of  the  catering  staff  who  are  often 
only  seasonal  workers  in  the  food  business. 

Food  is  processed  by  rapid  freezing  and  warehoused  at 
temperatures  down  to  —20  F  at  the  cold  store  of  Messrs.  Giir.  Salyesen 
and  there  are  proposals  to  increase  the  warehousing  space  which  is 
already  3*6  mil.  cu.  ft. 

The  survey  of  licensed  public  houses  was  completed  in  the  early 
part  of  the  year  and  those  capable  of  being  brought  up  to  a 
-reasonable  standard  have  had  work  carried  out  to  them  to  provide^ 
satisfactory  sanitary  accommodation,  mechanically  ventilated  bars 
and  better  wash-ups.  One  house  has  been  closed  and  plans  have  been 
discussed  to  modernised  others. 

1 7?  inspections  were  made  to  the  following  1  74  iood  premises 
in  the  district. 


Grocers  and  General  Stores  93 
Butchers  9 
Fishmongers  (Wet  or  fried)  o 
Greengrocers  1 
Sweets  and  confectionary  9 
Baker  and  confectionary  4 
Licensed  premises  34 
Restaurants  and  cafes  7 
Canteens  6 
Warehouses  3 
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Premises  registered,  under  the  Food  and  Drags  Act,  1955 

Ice-cream  manufactures:  1 
Ice-cream  retailers:  94 
Sausage  and  preserved  food  manufactures:  9 


WATER  SUPPLIES 


The  East  Anglian  Water  Company  are  the  undertakers  supplying 
water  in  the  rural  district  from  the  following  works:- 

a)  Lound  where  the  water  is  obtained  from  lakes  which  are  fed 
from  the  surrounding  gravels; 

b)  Bar sham  where  the  water  is  obtained  from  the  chalk. 

It  is  estimated  by  the  water  company  that  approximately  295 
million  gallons  were  supplied  to  the  district  during  the  year  and 
that  the  quantity  of  water  produced  within  the  district  at  Lound 
during  1968  was  738. 929? 000  gallons. 

The  fluoride  content  of  the  water  is  low  and  although  this 
varies  slightly  the  figure  is  in  the  order  of  0.25  parts  per  million. 

Specimen  copies  of  analyses  of  Barsham  Bores  (treated  water)  and 
Lound  Waterworks  are  shown  at  the  end  of  this  Report. 

There  are  a  few  private  supplies  in  the  area  supplying  small 
areas  of  population  and  there  are  still  the  isolated  properties  using 
well  water.  Where  these  are  found  to  be  unsatisfactory  the  owners 
are  advised  on  alternative  supplies  and  in  only  one  instance  has  it 
been  considered  necessary  to  take  statutory  action. 

The  results  of  samples  taken  from  domestic  supplies  and  submitted 
to  the  Public  Health  Laboratory,  Norwich  were  are  follows: - 

Mains  supply  Private  wells 

Unsatisfactory  -  1 2 

Satisfactory  1 Q  13 

One  sample  was  submitted  to  the  Public  Analyst  for  examination 
for  nitrate  content.  The  result  was  doubtful  and  advice  was  given  on 
alternative  supplies. 

The  following  is  a  list  of  the  dwellings  supplied  with  mains 
water: - 


Parish 

Direct  Connection 

Stand  Pipe 

Barnby 

74 

13 

Belton 

367 

- 

Be nacre 

13 

8 

Blandest on 

341 

— 

Bradwell 

1 9  42  3 

9 

Burgh  Castle 

144 

18 

Brows ton 

31 

<•**» 

Carlton  Colville 

845 

Cor ton 

333 

5 

Covehithe 

Flixton 

4 

13 

57 

7 

Fritton 

1 
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Direct  Connec  t  ion  Stand  Pipes 


Prostenden 

63 

17 

Gi sleham 

i  09 

14 

Henham 

6 

— 

Herringfleet 

22 

— 

Hop ton~on -Sea 

263 

— 

Hulver/Henstead 

82 

14 

Kessingl&nd 

9  *>9 

1 5 

Mu  t  ford. 

99 

4 

Oulton 

84 

— 

Reydon 

662 

2 

Rushmere 

1  6 

Sto  Olaves 

50 

— 

Somerleyton 

112 

South  Gove 

2 

10 

Uggeshal.1 

26 

10 

Wangford 

1  bl 

10 

Wren t ham 

221 

44 

Lound 

109 

SWIMMING  POOLS 

There  are  thirteen  swimming  pools  in  the  District  which  were 
tested  regularly  for  free  and  combined  chlorine  and.  for  pH  value* 
Three  bacteriological  samples  were  submitted  for  examination  to 
the  Public  Health  Laboratory  Service.  These  were  satisfactory. 


RODENT  CONTROL 


Total  number  of  properties 
inspected  following 
notification: 

Number  infested  bys  ratss 

micas 

Total  number  of  properties 
inspected  for  rats  and/or  mice 
for  reasons  other  than 
notifications 

Number  infested  by  8  rats 8 

mi  ce  s 


Non- 

Agricu.ltu.ral  Agricultural 


452  72 

409  59 

20  i 

1  9 500  1 50 

230  3 

15 


The  two  operators  continued  to  carry  out  this  service*  There 
was  no  serious  increase  in  the  number  of  rats  in  the  District 
although  the  wet  summer  did  encourage  a  rise  in  the  rat  population* 


SLAUGHTERHOUSES 

There  are  3  licenced  slaughterhouse?  and  i5  licenced  slaughtermen 
in  the  Diet riot*  Ail  carcases  and  offals  were  inspected  and  the 
condemned  meat  was  processed  at  the  Suffolk.  Pat  and  Bone  Company  s 
factory  at  Oulton,  A  charge  on  the  slaughterhouse  opera + ors  as 
prescribed  by  the  Regulations  was  made  for  this  inspection  service 
amounting  to  £339°  1 9s«  6d„ 


Ga  1 1 le ;  G  ows :  Calves; 


Pigs ; 


Number  of  animals  killed 

and  inspected;  1*71 9  56 

Diseases  o  tne.r  than  TP  Ba 
and  G;vst-i  . ercosis  s 

Number  of  whole  carcases 
condemned? 


Number  of  carcases  of 
which  seme  part  or  organ 
was  condemned? 


Tub e r  c  xi osx r  only 

*1'  ,|«M  •  -.  •rU»,  ^  I-OT-'C* 


o 

0 


Number  of  whole  carcases 
condemned? 


284 


r;-> 


7 


8  220  3, 394 


3 


1  -  1 99 


Number  of  carcases  of 
which,  some  part  or  organ 

was  condemned?  -  -  -  •»  30 

Cystic sreosus 8 

Number  of  carcases 

submilted  for  treatment 

by  refrigerations  - 

Number  of  whole  carcases 
condemned? 


The  total  weight  of  meat  and  offals  condemned  amounted  to  1  ton  1 8  cwt 


FACTORIES  ACT,  1961 


P  remises 


Number  on 
Register 


Inspections 


Factories  in  which  Sections 
1»  2f  3a  4§  6*  7  are  to  be 

enforced,  by  the  Local  Authority?  7  2 


Factories  not;  included  above  in 
which  Section  '(  is  enforced  by 

the  Local  Authority;  45  26 


There  a  .re  no  factories  in  the  District  employing  outworkers 
although  a  small  amount  of  outwork  is  carried  out  for  factories 
outside  the  District* 


GLEAN  AIR  ACT,  1936 

Visits  have  been  made  to  premises  having  the  larger  type  of 
boiler  installations  where  various  improvements  and  modernisation 
of  automatic  equipment  has  been  carried,  out*  There  have  been  no 
nuisances  of  smoke  other  than  the  occasional  complaint  of  open- 
'burning* 

There  are  two  brickworks  in  the  District  which  are  registered 
with  Ho  Mo  Alkali  Inspector*  The  works  were  inspected  during  the 
year  and  both  are  unlikely  to  give  rise  to  smoke  nuisances* 


NOISE  ABATEMENT 


Complaints  of  annoyance  from  percussive  bird-s caring  devices 
in  the  rural  areas  were  received..  There  is  little  doubt  that 
these  are  troublesome  to  householders  in  some  areas  and  where  large 
acreages  of  land,  are  under  crop  by  separate  farmers  each  having 
their  own  scarerss  the  problem  is  increased,,  No  action  was  possible 
but  the  co-operation  of  the  local  branch  of  the  N.F.U.  was  sought 
in  bringing  this  to  the  notice  of  farmers. 


PETROLEUM 


71  annual  licences  were  issued  for  the  storage  of  petroleum 
spirit  of  which  11  were  installations  over  20  years  old.  These 
installations  were  surveyed  and  either  pressure  tested  with  nitrogen 
or  renewed*  Only  2  installations  failed  a  pressure  test  and  the 
tanks  have  been  made  in-operative.  All  new  tanks  were  pressure 
tested* 

The  first  coin-operated  petrol  pump  in  the  District  was 
installed  on  the  forecourt  of  a  filling  station  early  in  the 
year  and  the  conditions  of  licence  were  re-written  to  cover  its 

use* 


There  have  been  many  inovations  in  the  sale  of  petrol  during 
recent  years  and  the  Council  became  a  member  of  the  Association 
of  Petroleum  Acts  Administration,, 


OFFICES.  SHOPS  AND  RAILWAY  PREMISES  ACT,  196.5 

The  following  premises  were  registered  under  this  Acts 


Offices s  1  6 
Retail.  Shops z  .34 
Catering  Establishments?  & 
Fuel  Storage  Depots?  Nil 


The  number  of  .inspections  made  in  the  year  was  56  and  one 

accident  was  reported* 


AGRICULTURE  (SAFETY,  HEALTH  &  WELFARE  PROVISIONS)  ACT,  1956 

During  the  summer  27  agricultural  holdings  were  visited  in 
the  northern  parishes.  Sanitary  accommodation  was  found  to  be 
adequate  in  all  but  one  farm* 

It  .is  important  to  ensure  that  temporary  facilities  are  _ 
conveniently  positioned  for  the  seasonal  workers  engaged  in  fields 
during  the  summer  months  and  although  no  omission  of  this  nature  has 
been  noted  it  is  considered  that  these  facilities  must  be  properly 

maintained* 


REFUSE  COLLECTION  AND  DISPOSAL 

The  amour t  of  refuse  collected  throughout  the  year  continued 
to  increase,,  This  was  not  only  d.ue  to  the  rise  in  the  number  of 
properties  but  also  due  to  the  trend  towards  di  sposable  containers 
and  packages*  Bulk  refuse  collections  were  also  made  when 
requested* 

One  new  Bedf ord/Eagle  continuous  loading  vehicle  was  purchased 
in  the  year*  This  replaced  one  of  the  older  type  fore  and  aft  tippers. 
There  is  no  doubt  that  the  use  of  these  vehicles  has  helped  to 
maintain  the  service  without  increasing  the  manpower* 
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Temporary  compounds  were  constructed  at  Gamps  Heath,  Kessingland 
and  Bradwell  in  order  to  comply  with  the  Civic  Amenities  Act  hut 
it  was  found  that  those  at  Gamps  Heath  and  Bradwell  were  so  grossly 
misused  that  they  have  since  been  removed® 

Consideration  was  also  given  to  a  joint  scheme  with  Lowestoft 
Borough  for  the  pulverisation  and  disposal  of  refuse.  However 
a  suitable  controlled  tip  site  has  been  forthcoming  and  the  scheme 
has  been  shelved  for  the  time-being. 

The  table  below  gives  details  of  the  vehicles  and  the  tonnage 
collected. 


Diesel 


Capacity 

Mileage 

Fuel  used 

M.P.G, 

Year 

Be  of ord/ Eagle 

TBJ 

8?  2F 

35c. y. 

6,423 

865  gls. 

7.4 

1968 

K  a  r r i e  r/Ea gl e 

NBJ 

694E 

50c. y. 

9,632 

1 ,535  gls. 

6®  2 

1967 

Bedford/Eagle 

DBJ 

509C 

50c. y. 

8,038 

1,315  gls. 

6. 1 

1965 

S.  &  D. 

401 

LBJ 

25c. y. 

8, 669 

848  gls. 

1  0®  2 

1962 

S®  &  D« 

YBJ 

296 

25c. y. 

3,553 

351  gls. 

10.1 

1958 

The  vehicles  collected  1,371  loads  estimated  at  weighing  6,6lO  tons® 


CESSPOOL  EMPTYING- 

The  two  Karrier/Yorkshire  tankers  operated  satisfactorily 
throughout  the  yea r.  More  time  was  spent  on  the  removal  of  sludge 
from  the  sewage  works  and  on  de-silting  of  wet  sumps  at  the  various 
pumping  stations. 

S? 083,000  gallons  of  sewage  and  sludge  was  removed  and  this  vms 
disposed  of  at  Ness  Point,  farm  land  and  some  into  the  public  sewers. 
£?41  was  received  for  this  service  from  buisness  and  other  premises. 

Diesel 

Capacity  Mileage  Fuel  used  M.P.G. 

Karri er/Yorkshi re  PRT  745F  1987  1*000  gls.  21,104  l,727gls.  12.2 
Karri er/Yorkshi re  308  URT  1984  1,000  gls.  13,589  1,C8igis.  12.5 


SEWERAGE 


The  work  carried  out  by  this  section  of  the  department  is 
increasing  steadily.  Mutford  Village  Scheme  was  completed  in  the 
spring  and  a  small  scheme  for  St.  Felix  School,  Reydcn  was  in 
operation  by  May.  Two  maintenance  fitters  are  now  employed  together 
with  two  full  time  sewage  works  attendants  and  four  part  time  pump 
attendants.  Two  further  men  are  employed  on  general  maintenance  and 
grass  cutting.  A  complete  scheme  for  Somerleyton,  Herringfleet  and 
Fritton  was  started  during  the  year  and  will  be  in  operation  in  the 
Autumn  of  1969*  This  will  include  a  sewage  disposal  works,  two 
pumping  stations,  two  diverter  stations  and  an  ejector  station 
together  with  7  miles  of  sewers  and  rising  mains.  A  further  diverter 
station  at  Rogerson  Hall  Holiday  Camp,  Gorton  was  agreed  upon  at  the 
latter  part  of  the  year. 
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The  table  below  gives  details  of  the  various  schemes  within 
the  District, 

Parish  Stations 


Bra dwell  1 

Belton/part  Burgh  Castle  4 

Hopt on-on-Sea  1 

Lound  i 

Blundeston  1 

Cor ton  2 

B&rnby  1 

Mutford  1 

Carlton/part  Gisleham  2 

Gisleham  1 


Kessingland 


Wrentham/pa rt  South  Cove  2 

Frostenden  1 

Wangford  1 

Reydon  3 


B;iec  toy- 

Stations  Disposal 


— 

Gt. 

Yarmouth 

sewer. 

— 

Gt. 

Yarmouth 

sewer. 

via 

Bra dwell 

pump. 

2 

Gt. 

Yarmouth 

sewer. 

Gt . 

Yarmouth 

sewer. 

via  Hop ton  pump.  stn. 

2  Corton  Disposal  Works. 

Corton  Disposal  Works. 

Worlingham  Disposal 
Works  (Wainford  R.D.C. ) 

1  Worlingham  Disposal 

Works  via  Barnby  Pump. stn 

Lowestoft  sewer. 

-  Kessingland  Disposal 
Works. 

-  Kessingland  Disposal 
Works. 

1  South  Cove  Disposal 

Works, 

Frostenden  Disposal 
Works. 

1  Wangford  Disposal  Works. 

Southwold  Disposal  Works. 


PUBLIC  CONVENIENCES 


The  three  conveniences  sited  at  Hopton,  Corton  and  Kessingland 
were  used  extensively  during  the  holiday  season  and  a  certain  amount 
of  damage  was  done  during  this  period.  Frequent  visil 3  were 
the  part  time  attendants  and  the  full  time  staff  to  maintain  a 
reasonable  standard  of  cleanliness. 


0 IL_ POLLUTION  OK  BEACHES 


An  oil  slick  broke  on  the  beaches  during  the  Whitsun  holiday 
weekend  and  spoilt  the  enjoyment  of  many  visitors  and  local 
inhabitants.  Temporary  warning  notices  were  erected  on  the  badly 
affected  beaches  and  spraying  with  detergent  was  carried  out  on  the 
shingle  at  Kessingland.  This  had  to  coincide  with  the  rising  tides 
to  enable  the  sea  to  wash  the  treated  shingle  which  had  been  bulldozed 
to  the  shore. 

PLEASURE  BOATS 

There  were  two  pleasure  boats  and  three  boatmen  licenced  under 
the  Public  Health  Act£  Amendment  Act,  1907.,  The  boats  were  inspected 
and  the  safety  provisions  were  satisfactory. 


* 


« 


THE  COUNTIES  PUBLIC  HEALTH  LABORATORIES 


Thresh  House , 
Verulam  Street, 
Grsy's  Inn  Road, 
London,  W.C.1. 


ANALYSIS  OF  A  SAMPLE  OF  WATER  received  21.5.68.  Our  ref:  X/F./SS^ 

from  EAST  ANGLIAN  WATER  1 

COMPANY 

Labelled  163  High  Street 

0 

Date:  21.5-68.,  9.  30  a.m. 

Taken  by  Duncan  Briggs 

Witness  J.  Berry  Signed  J.  Berrv 

CHEMICAL 

RESULTS 

IN  PARTS  PER  MILLION  ( Mg. /L. ) 

Appearance:  Bright  with 

a  few  particles. 

Turbidity  (A.P.H.A.  units): 

less  than:  3 

Colour  (Hazen): 

10 

Odour: 

Nil 

pH: 

7.5 

Free  Carbon  Dioxide: 

8 

Electric  Conductivity: 

530 

Dissolved  Solids  dried  at  1 80°C 

‘•370 

Chlorine  present  as 

Alkalinity  as  Calcium 

Chloride : 

64 

Carbonate : 

1  20 

Hardness:  Total: 

2i  5  Carbonate:  1  20  Non-carbonate: 

95 

Nitrate  Nitrogen: 

2.3 

Nitrite  Nitrogen:  approx: 

0.01 

Ammoniaeal  Nitrogen: 

0.03 

Oxygen  Absorbed: 

1  .1 

Albuminoid  Nitrogen:* 

0.1  0 

Residual  Chlorine: 

absent 

Metals:  Iron: 

0.04 

Zinc,  copper,  lead,  manganese: 

absent 

jL 

To  convert  to  Ammonia  multiply  by  i  » 21 


BACTERIOLOGICAL  RESULTS 

Sampling  bottles  are  treated  to  remove  residual  chlorine  if  present 


Number  of  colonies  ( 

1  day  at 

37°C. 

2  days  at  37* 

3c.  3_ 

days  at  20-22°C. 

developing  on  Agar  ( 

0  per 

ml. 

0 

per  ml. 

1  per  ml. 

Present  in 

Absent 

from 

Most  probable  no: 

Presumptive  Coliform 

reaction: 

Ml 

ml 

100 

ml 

0  per  1 00  ml 

Bact.  coli.  (Type  1): 

ml 

1  00 

ml 

0  per  1 00  ml 

Cl.  welchii  reaction: 

— 

ml 

100 

ml 

This  sample  is  practically  clear  and  bright  in  appearance,  on 
the  alkaline  side  of  neutrality  and  free  from  metals  apart  from  a 
negligible  trace  of  iron.  The  water  is  hard  in  character  but  not 
unduly  so  and  it  contains  no  excess  of  mineral  constituents.  It  shows 
only  a  trace  of  colour,  is  of  very  satisfactory  organic  quality  and  of 
the  highest  standard  of  bacterial  purity. 

These  results  are  indicative  of  a  pure  and  wholesome  water 
suitable  for  drinking  and  domestic  purposes. 


29th  May,  1968 


LINCOLNE  SUTTON  &  WOOD  LTD. 


Clarence  House, 

6  Clarence  Road, 

Analytical  &  Consulting  Chemists  Norwich,  NOR  29T. 

8th  July,  1  968 


CERTIFICATE  OF  ANALYSIS  OF  WATER 

Sample  received  12th  June,  1968  from  East  Anglian  Water  Company 

Marked  Bar sham  Bores _ Lab  No:  5791/2/W  Cert.  No:  U. 2506 


The  chemical  results  are  stated  in  parts  per  million. 


Raw  water 

Treated  water 

Nitrogen 

Ammoniacal 

less  than  0.01 

less  than  0.01 

Albuminoid 

0.  02 

0. 03 

Nitrate 

nil 

nil 

Nitrite 

0.04 

nil 

Chlorion  as 
Chlorine 

50 

52 

Oxygen  absorbed 
from  permanganate 
(4  hr.,  27  u) 

0„  46 

0.38 

Hardness 

Total 

Temp. 

Perm. 

360 

250 

110 

355 

245 

110 

Free  Carbon 

Dioxide 

29 

18 

Total  Dissolved 
Solids  at  1  80  C 

520 

505 

PH 

7.05 

7.  25 

Iron 

4.6 

0.24 

Lead,  Copper, 

Zinc 

nil 

nil 

Colonies  per  ml. 
on  agar  at  37°C. , 

2  days 

nil 

1 

Probable  No:  per 

100  ml. 

Persumptive 
coliform  organisms 
E.  Coii  Type  1 

nil 

nil 

Raw  water: 


Appearance:  Opalescent,  with  a  yellow  deposit.  Deposit:  Iron  compounds 
Colour:  Faint  yellow.  Taste:  Ferruginous.  Odour:  Nil 

Treated  water: 

Appearance:  Clear.  Deposit:  Nil.  Colour:  Nil.  Taste :  Satisfactory. 
Odour:  Nil.  Fluoride  as  F.  0.2.5  p.  p.m. 

Remarks ; 

Both  these  waters  are  of  very  good  organic  and  bacteriological 
condition.  The  rather  heavy  iron  content  of  the  raw  water  has  been 
reduced  to  a  satisfactorily  low  level  in  the  treated  water,  and  the 
pH  has  been  slightly  raisedo  In  other  respects  the  analyses  are  very 
similar.  In  our  opinion,  the  treated  water  is  suitable  for  drinking 
and  general  purposes. 


for  Lincolne  Sutton  &  Wood  Ltd, 
(signed)  Eric  C.  Wood. 


